To:  Phillips,  John[Phillips. John@epa.gov] 

From:  Milbeck,  Regina 

Sent:  Mon  8/17/2015  10:42:14  PM 

Subject:  RE:  Reminder  - Region  7 Staff  Should  Only  Be  Charging  Overtime  (Not  Comptime)  to  Gold 

King  Mine  Response 


Thanks  John.  It  wasn’t  one  of  your  employees,  it  happened  to  be  our  R6  employee. 


Missy  Milbeck,  Comptroller 

U.S.  Environmental  Protection  Agency 

Region  6 - Dallas,  TX 

Phone:  214-665-6540 

Cell:  214-789-2701 

milbeck.reqina@epa.gov 

Office  of  the  Regional  Comptroller 


From:  Phillips,  John 

Sent:  Monday,  August  17,  2015  5:36  PM 

To:  Hankins,  Teri;  Bishop,  Debbie 

Cc:  Hayes,  Scott;  Jackson,  Robert  W.;  Milbeck,  Regina 

Subject:  Reminder  - Region  7 Staff  Should  Only  Be  Charging  Overtime  (Not  Comptime)  to 
Gold  King  Mine  Response 


John  L.  Phillips,  Acting  Comptroller 
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Resources  & Financial  Management  Branch 


U.S.  EPA  - Region  7 
11201  Renner  Blvd. 
Lenexa,  KS  66219 


Work:  913-551-7014 
Cell:  913-544-6973 
Fax:  913-551-9014 
Email:  phillips .i ohn@epa.gov 
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